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Message Text 


E. 11652: N/A 

TAGS: IAEA, PARM, TECH 

SUBJECT: TECHNICAL REVIEW COMMITTEE ON SAFETY GUIDE SG-06 


REF: VIENNA 10396 


MISSION HAS RECEIVED LETTER FROM MR. H. A. WRIGHT, IAEA 
DIVISION OF NUCLEAR SAFETY AND ENVIRONMENTAL PROTECTION, 
INDICATING THAT THE DATE OF THE TECHNICAL REVIEW 
COMMITTE MEETING HAS BEEN CHANGED FROM MAY 8-12 TO 
MAY 15-19, 1978, TO ENABLE US NOMINEE MR. E. A. BELVIN 
TO ATTEND. THE AGENCY HAS CONTACTED MR. BELVIN 
INFORMALLY, AND HE HAS CONFIRMED HIS ABILITY TO MEET THIS 
CHANGE IN SCHEDULE.LABOWITZ 
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